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made was satisfactory. The importance of keeping the air-passage free from obstruction was exemplified in this case. The air-box was introduced in the after-boiler, leaving i\\Q for e-l oiler as shown in Eig. 55. During the voyage, in which 90 tons 18 cwt. of coal were used in the latter, but 81 tons 15 cwt. were used in the former. The engineer reported, that " when the gases are properly consumed, the best effect is produced; good steam, is obtained and less coal used."
